Journal of Chromatography B 349 


Author Index Vol. 668 


Adachi, T., Mogi, M., Harada, M. and Kojima, K. 
Selective removal of immunoglobulin E from rat blood 
by membrane-immobilized antibody 668(1995)327 

Adams, W.J., see Staton, B.A. 668(1995)99 

Alexander, K., see Karol, M.D. 668(1995)182 

Altieri, I., see Zuccaro, P. 668(1995)187 

Anumula, K.R., see Burrows, $.D. 668(1995)219 

Arvidsson, T. and Eklund, E. 
Determination of free concentration of ropivacaine and 
bupivacaine in blood plasma by ultrafiltration and 
coupled-column liquid chromatography 668(1995)91 

Baker, P.R., Gardner, J.J. and Wilkinson, D. 
Automated high-performance liquid chromatographic 
method for the determination of nedocromil sodium in 
human urine using bimodal column switching 
668( 1995 )59 

Barton, R.D., see Catlow, J.T. 668(1995)85 

Basta, M., see Pilatte, Y. 668(1995)1 

Beijnen, J.H., see Rosing, H. 668(1995)107 

Berlaimont, V., see Schenkel, E. 668(1995)189 

Bjorck, L., see Vola, R. 668(1995)209 

Bloomfield, F.J., see Kelly, M.T. 668(1995)117 

Bode, D.C., see Cumiskey, W.R. 668(1995)199 

Brigham-Burke, M.R., see Burrows, $.D. 668(1995)219 

Brodfuehrer, J.1., see Bullen, W.W. 668(1995)141 

Brooks, I.S., see Burrows, $.D. 668(1995)219 

Bullen, W.W., Whitfield, L.R., Walter, G.A. and 
Brodfuehrer, J.I. 
High-performance liquid chromatographic assay for CI- 
980, a novel 1-deaza-7,8-dihydropteridine anticancer 
agent, in human plasma and urine 668(1995)141 

Burrows, S.D., Franklin, $.G., Brigham-Burke, M.R., 
Brooks, I.S., McNulty, D.E., Feild, J.A., Anumula, 
K.R. and O’Shannessy, D.J. 
Biological and biophysical characterization of 
recombinant soluble human E-selectin purified at large 
scale by reversed-phase high-performance liquid 
chromatography 668(1995)219 

Caillé, G., see Carr, R.A. 668(1995)175 

Carr, R.A., Caillé, G., Ngoc, A.H. and Foster, R.T. 
Stereospecific high-performance liquid chromatographic 
assay of ketoprofen in human plasma and urine 
668( 1995 )175 

Catlow, J.T., Barton, R.D., Clemens, M., Gillespie, T.A., 
Goodwin, M. and Swanson, S.P. 
Analysis of olanzapine in human plasma utilizing 
reversed-phase high-performance liquid 
chromatography with electrochemical detection 
668( 1995 )85 

Chaulet, J.-F., see Gaillard, Y. 668(1995)315 

Cheminel, V., see Gaillard, Y. 668(1995)315 

Chen, C.-F., see Jeng, K.-F. 668(1995)343 

Chiba, K., Horii, H., Chiba, T., Kato, Y., Hirano, T. and 
Ishizaki, T. 
Development and preliminary application of high- 
performance liquid chromatographic assay of urinary 
metabolites of diazepam in humans 668(1995)77 


Chiba, T., see Chiba, K. 668(1995)77 

Chou, C.-J., see Jeng, K.-F. 668(1995)343 

Clemens, M., see Catlow, J.T. 668(1995)85 

Cole, R.O., see Janiszewski, J.S. 668(1995)133 

Cooper, S.F., see Li, F. 668(1995)67 

Cété, M., see Li, F. 668(1995)67 

Cumiskey, W.R., Pagani, E.D. and Bode, D.C. 
Enrichment and analysis of desmosine and 
isodesmosine in biological fluids 668(1995)199 

Cunningham, D.D., Webster, J., Nelson, D. and 
Williamson, B. 
Analysis of sevoflurane degradation products in vapor 
phase samples 668(1995)41 

Davies, B.E., see Rosing, H. 668(1995)107 

Delacoux, E., see Got, L. 668(1995)233 

Delnomdedieu, M., see Styblo, M. 668(1995)21 

Delong, A.F., see Murphy, A.T. 668(1995)273 

Denizli, A., Rad, A.Y. and Piskin, E. 
Protein A immobilized polyhydroxyethylmethacrylate 
beads for affinity sorption of human immunoglobulin 
G 668(1995)13 

Dewey, M.J., see Yoo, §.D. 668(1995)338 

Doyle, E., see Rosing, H. 668(1995)107 

Dubois, J., see Schenkel, E. 668(1995)189 

Eckstein, J.A. and Swanson, S.P. 
Determination of a novel a-amino-3-hydroxy-5-methyl- 
4-isoxazolepropionate receptor antagonist (LY300164) 
and its N-acetyl metabolite in mouse, rat, dog, and 
monkey plasma using high-performance liquid 
chromatography with ultraviolet detection 
668( 1995) 153 

Eklund, E., see Arvidsson, T. 668(1995)91 

Feild, J.A., see Burrows, $.D. 668(1995)219 

Fincher, T.K., see Yoo, $.D. 668(1995)338 

Foglia, J.P., Sorisio, D., Kirshner, M.A., Mulsant, B.H. 
and Perel, J.M. 
Quantitative determination of perphenazine and its 
metabolites in plasma by high-performance liquid 
chromatography and coulometric detection 
668(1995)291 

Foster, R.T., see Carr, R.A. 668(1995)175 

Fouda, H.G., see Janiszewski, J.S. 668(1995)133 

Franklin, $.G., see Burrows, $.D. 668(1995)219 

Friis, J.M., see Staton, B.A. 668(1995)99 

Gaillard, Y., Prévosto, J.-M., Cheminel, V., Soares, O. and 
Chaulet, J.-F. 
New solid-phase extraction for an improved high- 
performance liquid chromatographic procedure for the 
quantitation of halofantrine and 
monodesbutylhalofantrine in blood or plasma 
668( 1995 )315 

Gardner, J.J., see Baker, P.R. 668(1995)59 

Gillespie, T.A., see Catlow, J.T. 668(1995)85 

Gillespie, T.A., see Murphy, A.T. 668(1995)273 

Goodwin, M., see Catlow, J.T. 668(1995)85 


350 Author Index 


Got, L., Gousson, T. and Delacoux, E. 
Simultaneous determination of retinyl esters and 
retinol in human livers by reversed-phase high- 
performance liquid chromatography 668(1995)233 
Gousson, T., see Got, L. 668(1995)233 
Granneman, G.R., see Karol, M.D. 668(1995)182 
Hammer, C.H., see Pilatte, Y. 668(1995)1 
Hanocq, M., see Schenkel, E. 668(1995)189 
Harada, M., see Adachi, T. 668(1995)327 
Helson-Cambier, M., see Schenkel, E. 668(1995)189 
Hirano, T., see Chiba, K. 668(1995)77 
Holladay, J.W., see Yoo, $.D. 668(1995)338 
Horii, H., see Chiba, K. 668(1995)77 
Hoshino, M., see Matsui, E. 668(1995)299 
Huang, S.-L., see Xie, H.-G. 668(1995)125 
Hufschmid, E., Theurillat, R., Martin, U. and Thormann, 
W. 
Exploration of the metabolism of dihydrocodeine via 
determination of its metabolites in human urine using 
micellar electrokinetic capillary chromatography 
668(1995)159 
Hughes, M.F., see Styblo, M. 668(1995)21 
Hummert, C., Luckas, B. and Siebenlist, H. 
Determination of chloramphenicol in animal tissue 
using high-performance liquid chromatography with a 
column-switching system and ultraviolet detection 
668(1995)53 
Ishizaki, T., see Chiba, K. 668(1995)77 
Janiszewski, J.S., Fouda, H.G. and Cole, R.O. 
Development and validation of a high-sensitivity assay 
for an antipsychotic agent, CP-88,059, with solid-phase 
extraction and narrow-bore high-performance liquid 
chromatography 668(1995)133 
Jeng, K.-F., Lin, Y.-H., Lin, L.-C., Chou, C.-J., Tsai, 
T.-H. and Chen, C.-F. 
High-performance liquid chromatographic 
determination of evodiamine in rat plasma: application 
to pharmacokinetic studies 668(1995)343 
Johnson, M.G., see Staton, B.A. 668(1995)99 
Kantes, H.L., see Petucci, C.J. 668(1995)241 
Karol, M.D., Granneman, G.R. and Alexander, K. 
Determination of lansoprazole and five metabolites in 
plasma by high-performance liquid chromatography 
668(1995)182 
Kasper, S.C., see Murphy, A.T. 668(1995)273 
Kato, Y., see Chiba, K. 668(1995)77 
Kelly, M.T., McGuirk, D. and Bloomfield, F.J. 
Determination of cimetidine in human plasma by high- 
performance liquid chromatography following liquid— 
liquid extraction 668(1995)117 
Kirshner, M.A., see Foglia, J.P. 668(1995)291 
Kojima, K., see Adachi, T. 668(1995)327 
Kihn, I., Valenta, H. and Rohr, K. 
Determination of ochratoxin A in bile of swine by 
high-performance liquid chromatography 668(1995)333 
Kurata, K. 
Separation of juvenile hormone metabolites with a 
silica-based gel permeation column 668(1995)322 
Lavergne, O., see Prunonosa, J. 668(1995)281 


Lee, B.L., Yang, X.F., New, A.L. and Ong, C.N. 
Liquid chromatographic determination of urinary 2- 
thiothiazolidine-4-carboxylic acid, a biomarker of 
carbon disulphide exposure 668(1995)265 

Li, F., Cooper, S.F. and Cété, M. 

Determination of the enantiomers of metoprolol and 
its major acidic metabolite in human urine by high- 
performance liquid chromatography with fluorescence 
detection 668(1995)67 

Lin, L.-C., see Jeng, K.-F. 668(1995)343 

Lin, Y.-H., see Jeng, K.-F. 668(1995)343 

Lombardi, A., see Vola, R. 668(1995)209 

Luckas, B., see Hummert, C. 668(1995)53 

Mariani, M., see Vola, R. 668(1995)209 

Markowitz, J.S. and Patrick, K.S. 

Thermal degradation of clozapine-N-oxide to clozapine 
during gas chromatographic analysis 668(1995)171 

Martin, U., see Hufschmid, E. 668(1995)159 

Matsui, A., see Matsui, E. 668(1995)299 

Matsui, E., Hoshino, M., Matsui, A. and Okahira, A. 
Simultaneous determination of citalopram and its 
metabolites by high-performance liquid 
chromatography with column switching and 
fluorescence detection by direct plasma injection 
668(1995)299 

McGuirk, D., see Kelly, M.T. 668(1995)117 

McNulty, D.E., see Burrows, S.D. 668(1995)219 

Mogi, M., see Adachi, T. 668(1995)327 

Mulsant, B.H., see Foglia, J.P. 668(1995)291 

Murphy, A.T., Kasper, S.C., Gillespie, T.A. and Delong, 
A.F. 

Determination of xanomeline and active metabolite, 
N-desmethylxanomeline, in human plasma by liquid 
chromatography—atmospheric pressure chemical 
ionization mass spectrometry 668(1995)273 

Nelson, D., see Cunningham, D.D. 668(1995)41 

New, A.L., see Lee, B.L. 668(1995)265 

Ngoc, A.H., see Carr, R.A. 668(1995)175 

Obach, R., see Prufionosa, J. 668(1995)281 

Okahira, A., see Matsui, E. 668(1995)299 

Ong, C.N., see Lee, B.L. 668(1995)265 

O’Shannessy, D.J., see Burrows, $.D. 668(1995)219 

Pacifici, R., see Zuccaro, P. 668(1995)187 

Pagani, E.D., see Cumiskey, W.R. 668(1995)199 

Papadoyannis, I., see Theodoridis, G. 668(1995)253 

Parera, L., see Prunonosa, J. 668(1995)281 

Passa, A.R., see Zuccaro, P. 668(1995)187 

Patrick, K.S., see Markowitz, J.S. 668(1995)171 

Peraire, C., see Prufonosa, J. 668(1995)281 

Perel, J.M., see Foglia, J.P. 668(1995)291 

Petucci, C.J., Kantes, H.L., Strein, T.G. and Veening, H. 
Capillary electrophoresis as a clinical tool. 
Determination of organic anions in normal and uremic 
serum using photodiode-array detection 668(1995)241 

Pichini, S., see Zuccaro, P. 668(1995)187 

Pilatte, Y., Rostoker, G., Violleau, K., Basta, M. and 
Hammer, C.H. 

Further identification of human plasma glycoproteins 
interacting with the galactose-specific lectin Jacalin 
668(1995)1 


Author Index 


Piskin, E., see Denizli, A. 668(1995)13 

Pla, F., see Prunonosa, J. 668(1995)281 

Prévosto, J.-M., see Gaillard, Y. 668(1995)315 

Prunonosa, J., Parera, L., Peraire, C., Pla, F., Lavergne, 
O. and Obach, R. 
Determination of the anti-platelet-activating factor BN- 
50727 and its metabolites in human plasma by high- 
performance liquid chromatography-solid-phase 
extraction 668(1995)281 

Rad, A.Y., see Denizli, A. 668(1995)13 

Rohr, K., see Kiihn, I. 668(1995)333 

Rosa, M., see Zuccaro, P. 668(1995)187 

Rosing, H., Doyle, E., Davies, B.E. and Beijnen, J.H. 
High-performance liquid chromatographic 
determination of the novel antitumour drug topotecan 
and topotecan as the total of the lactone plus 
carboxylate forms, in human plasma 668(1995)107 

Rostoker, G., see Pilatte, Y. 668(1995)1 

Schenkel, E., Berlaimont, V., Dubois, J., Helson-Cambier, 
M. and Hanocq, M. 
Improved high-performance liquid chromatographic 
method for the determination of polyamines as their 
benzoylated derivatives: application to P388 cancer 
cells 668(1995)189 

Siebenlist, H., see Hummert, C. 668(1995)53 

Soares, O., see Gaillard, Y. 668(1995)315 

Sorisio, D., see Foglia, J.P. 668(1995)291 

Staton, B.A., Johnson, M.G., Friis, J.M. and Adams, W.J. 
Simple, rapid and sensitive high-performance liquid 
chromatographic determination of delavirdine and its 
N-desisopropyl metabolite in human plasma 
668( 1995 )99 

Stewart, J.T., see Zhang, H. 668(1995)309 

Strein, T.G., see Petucci, C.J. 668(1995)241 

Styblo, M., Delnomdedieu, M., Hughes, M.F. and 
Thomas, D.J. 
Identification of methylated metabolites of inorganic 
arsenic by thin-layer chromatography 668(1995)21 

Swanson, S.P., see Catlow, J.T. 668(1995)85 

Swanson, S.P., see Eckstein, J.A. 668(1995)153 

Tarditi, L., see Vola, R. 668(1995)209 

Theodoridis, G., Papadoyannis, I., Vasilikiotis, G. and 
Tsoukali-Papadopoulou, H. 
Reversed-phase high-performance liquid 
chromatography—photodiode-array analysis of alkaloid 
drugs of forensic interest 668(1995)253 

Theurillat, R., see Hufschmid, E. 668(1995)159 


351 


Thomas, D.J., see Styblo, M. 668(1995)21 

Thormann, W., see Hufschmid, E. 668(1995)159 

Tsai, T.-H., see Jeng, K.-F. 668(1995)343 

Tsoukali-Papadopoulou, H., see Theodoridis, G. 
668( 1995 )253 

Ujhelyi, M., see Zhang, H. 668(1995)309 

Ulrich, S. 
Sensitive gas-liquid chromatographic method for the 
assay of the neuroleptic drug cis(Z)-flupentixol in 
human serum or plasma 668(1995)31 

Valenta, H., see Kiihn, I. 668(1995)333 

Vasilikiotis, G., see Theodoridis, G. 668(1995)253 

Veening, H., see Petucci, C.J. 668(1995)241 

Violleau, K., see Pilatte, Y. 668(1995)1 

Vola, R., Lombardi, A., Tarditi, L., Bjérck, L. and 
Mariani, M. 
Recombinant proteins L and LG: efficient tools for 
purification of murine immunoglobulin G fragments 
668( 1995 )209 

Walter, G.A., see Bullen, W.W. 668(1995)141 

Webster, J., see Cunningham, D.D. 668(1995)41 

Whitfield, L.R., see Bullen, W.W. 668(1995)141 

Wilkinson, D., see Baker, P.R. 668(1995)59 

Williamson, B., see Cunningham, D.D. 668(1995)41 

Xie, H.-G., Huang, S.-L. and Zhou, H.-H. 
High-performance liquid chromatographic 
determination of urinary 4’-hydroxymephenytoin, a 
metabolic marker for the hepatic enzyme CYP2C19, in 
humans 668(1995)125 

Yang, X.F., see Lee, B.L. 668(1995)265 

Yoo, S.D., Holladay, J.W., Fincher, T.K. and Dewey, 
M.J. 
Rapid microsample analysis of imipramine and 
desipramine by reversed-phase high-performance liquid 
chromatography with ultraviolet detection 
668( 1995 )338 

Zhang, H., Stewart, J.T. and Ujhelyi, M. 
High-performance liquid chromatographic analysis of 
pindolol enantiomers in human serum and urine using 
a reversed-phase cellulose-based chiral column 
668( 1995 )309 

Zhou, H.-H., see Xie, H.-G. 668(1995)125 

Zuccaro, P., Altieri, I., Rosa, M., Passa, A.R., Pichini, S. 
and Pacifici, R. 
Solid-phase extraction of nicotine and its metabolites 
for high-performance liquid chromatographic 
determination in urine 668(1995)187 


352 Journal of Chromatography B 


Compound Index Vol. 668 


dioxolo[4,5-h ]benzodiazepine 

Determination of a novel a-amino-3-hydroxy-5-methyl-4- 
isoxazolepropionate receptor antagonist (LY300164) and its 
N-acetyl metabolite in mouse, rat, dog, and monkey 
plasma using high-performance liquid chromatography with 
ultraviolet detection 668(1995)153 


Alkaloids 

Reversed-phase high-performance liquid chromatography— 
photodiode-array analysis of alkaloid drugs of forensic 
interest 668(1995)253 


Anions, organic 

Capillary electrophoresis as a clinical tool. Determination 
of organic anions in normal and uremic serum using 
photodiode-array detection 668(1995)241 


Anti-platelet-activating factors 

Determination of the anti-platelet-activating factor BN- 
50727 and its metabolites in human plasma by high- 
performance liquid chromatography-solid-phase extraction 
668(1995)281 


Arsenic, inorganic 
Identification of methylated metabolites of inorganic arsenic 
by thin-layer chromatography 668(1995)21 


1,3-dihydroindol-2-one 

Development and validation of a high-sensitivity assay for 
an antipsychotic agent, CP-88,059, with solid-phase 
extraction and narrow-bore high-performance liquid 
chromatography 668(1995)133 


BN-50727 

Determination of the anti-platelet-activating factor BN- 
50727 and its metabolites in human plasma by high- 
performance liquid chromatography-solid-phase extraction 
668(1995)281 


Bupivacaine 

Determination of free concentration of ropivacaine and 
bupivacaine in blood plasma by ultrafiltration and coupled- 
column liquid chromatography 668(1995)91 


Cadaverine 

Improved high-performance liquid chromatographic method 
for the determination of polyamines as their benzoylated 
derivatives: application to P388 cancer cells 668(1995)189 


Carbon disulphide 

Liquid chromatographic determination of urinary 
2-thiothiazolidine-4-carboxylic acid, a biomarker of carbon 
disulphide exposure 668(1995)265 


Chloroamphenicol 

Determination of chloramphenicol in animal tissue using 
high-performance liquid chromatography with a column- 
switching system and ultraviolet detection 668(1995)53 


Cimetidine 

Determination of cimetidine in human plasma by high- 
performance liquid chromatography following liquid-liquid 
extraction 668(1995)117 


Citalopram 

Simultaneous determination of citalopram and its | 
metabolites by high-performance liquid chromatography , 
with column switching and fluorescence detection by direct 
plasma injection 668(1995)299 


Citalopram N-oxide 

Simultaneous determination of citalopram and its 
metabolites by high-performance liquid chromatography | 
with column switching and fluorescence detection by direct 
plasma injection 668(1995)299 | 


Citalopram propionic acid 

Simultaneous determination of citalopram and its 
metabolites by high-performance liquid chromatography 
with column switching and fluorescence detection by direct 
plasma injection 668(1995)299 


Clozapine 
Thermal degradation of clozapine-N-oxide to clozapine 
during gas chromatographic analysis 668(1995)171 


Clozapine-N-oxide 
Thermal degradation of clozapine-N-oxide to clozapine 
during gas chromatographic analysis 668(1995)171 


Cotinine 

Solid-phase extraction of nicotine and its metabolites for 
high-performance liquid chromatographic determination in 
urine 668(1995)187 


CP-88,059 

Development and validation of a high-sensitivity assay for 
an antipsychotic agent, CP-88,059, with solid-phase 
extraction and narrow-bore high-performance liquid 
chromatography 668(1995)133 


1-Deaza-7 ,8-dihydropteridine 

High-performance liquid chromatographic assay for CI-980, 
a novel 1-deaza-7,8-dihydropteridine anticancer agent, in 
human plasma and urine 668(1995)141 


Delavirdine 

Simple, rapid and sensitive high-performance liquid 
chromatographic determination of delavirdine and its N- 
desisopropyl metabolite in human plasma 668(1995)99 


Compound Index 353 


Deshydroxyethylperphenazine 

Quantitative determination of perphenazine and its 
metabolites in plasma by high-performance liquid 
chromatography and coulometric detection 668(1995)291 


Desipramine 

Rapid microsample analysis of imipramine and desipramine 
by reversed-phase high-performance liquid chromatography 
with ultraviolet detection 668(1995)338 


N-Desisopropyldelavirdine 

Simple, rapid and sensitive high-performance liquid 
chromatographic determination of delavirdine and its N- 
desisopropyl metabolite in human plasma 668(1995)99 


Desmethylcitalopram 

Simultaneous determination of citalopram and its 
metabolites by high-performance liquid chromatography 
with column switching and fluorescence detection by direct 
plasma injection 668(1995)299 


N-Desmethyldiazepam 

Development and preliminary application of high- 
performance liquid chromatographic assay of urinary 
metabolites of diazepam in humans 668(1995)77 


N-Desmethylxanomeline 

Determination of xanomeline and active metabolite, 
N-desmethylxanomeline, in human plasma by liquid 
chromatography—atmospheric pressure chemical ionization 
mass spectrometry 668(1995)273 


Desmosine 
Enrichment and analysis of desmosine and isodesmosine in 
biological fluids 668(1995)199 


Diazepam 

Development and preliminary application of high- 
performance liquid chromatographic assay of urinary 
metabolites of diazepam in humans 668(1995)77 


Didesmethylcitalopram 

Simultaneous determination of citalopram and its 
metabolites by high-performance liquid chromatography 
with column switching and fluorescence detection by direct 
plasma injection 668(1995)299 


Dihydrocodeine 

Exploration of the metabolism of dihydrocodeine via 
determination of its metabolites in human urine using 
micellar electrokinetic capillary chromatography 
668(1995)159 


Dimethylarsinate 
Identification of methylated metabolites of inorganic arsenic 
by thin-layer chromatography 668(1995)21 


Elastin 
Enrichment and analysis of desmosine and isodesmosine in 


biological fluids 


668(1995)199 


Evodiamine 

High-performance liquid chromatographic determination of 
evodiamine in rat plasma: application to pharmacokinetic 
studies 668(1995)343 


cis-(Z )-Flupentixol 

Sensitive gas-liquid chromatographic method for the assay 
of the neuroleptic drug cis(Z)-flupentixol in human serum 
or plasma 668(1995)31 


Galactose-specific lectins 

Further identification of human plasma glycoproteins 
interacting with the galactose-specific lectin Jacalin 
668(1995)1 


Glycoproteins 

Further identification of human plasma glycoproteins 
interacting with the galactose-specific lectin Jacalin 
668(1995)1 


Halofantrine 

New solid-phase extraction for an improved high- 
performance liquid chromatographic procedure for the 
quantitation of halofantrine and monodesbutylhalofantrine 
in blood or plasma 668(1995)315 


Hippuric acid 

Capillary electrophoresis as a clinical tool. Determination 
of organic anions in normal and uremic serum using 
photodiode-array detection 668(1995)241 


Hormones 
Separation of juvenile hormone metabolites with a silica- 
based gel permeation column 668(1995)322 


Human immunoglobulin G 

Protein A immobilized polyhydroxyethylmethacrylate beads 
for affinity sorption of human immunoglobulin G 
668(1995)13 


trans-3'-Hydroxycotinine 

Solid-phase extraction of nicotine and its metabolites for 
high-performance liquid chromatographic determination in 
urine 668(1995)187 


4'-Hydroxymephenytoin 

High-performance liquid chromatographic determination of 
urinary 4'-hydroxymephenytoin, a metabolic marker for the 
hepatic enzyme CYP2C19, in humans 668(1995)125 


7-Hydroxyperphenazine 

Quantitative determination of perphenazine and its 
metabolites in plasma by high-performance liquid 
chromatography and coulometric detection 668(1995)291 


Hypoxanthine 

Capillary electrophoresis as a clinical tool. Determination 
of organic anions in normal and uremic serum using 
photodiode-array detection 668¢1995)241 


354 Compound Index 


Imipramine 

Rapid microsample analysis of imipramine and desipramine 
by reversed-phase high-performance liquid chromatography 
with ultraviolet detection 668(1995)338 


Immunoglobulin E 
Selective removal of immunoglobulin E from rat blood by 
membrane-immobilized antibody 668(1995)327 


Immunoglobulin G 

Protein A immobilized polyhydroxyethylmethacrylate beads 
for affinity sorption of human immunoglobulin G 
668(1995)13 


Recombinant proteins L and LG: efficient tools for 
purification of murine immunoglobulin G fragments 
668( 1995 )209 


Isodesmosine 
Enrichment and analysis of desmosine and isodesmosine in 
biological fluids 668(1995)199 


Jacalin 

Further identification of human plasma glycoproteins 
interacting with the galactose-specific lectin Jacalin 
668(1995)1 


Juvenile hormones 
Separation of juvenile hormone metabolites with a silica- 
based gel permeation column 668(1995)322 


Ketoprofen 

Stereospecific high-performance liquid chromatographic 
assay of ketoprofen in human plasma and urine 
668(1995)175 


Lansoprazole 

Determination of lansoprazole and five metabolites in 
plasma by high-performance liquid chromatography 
668(1995)182 


Lectins 

Further identification of human plasma glycoproteins 
interacting with the galactose-specific lectin Jacalin 
668(1995)1 


LY300164 

Determination of a novel a-amino-3-hydroxy-5-methyl-4- 
isoxazolepropionate receptor antagonist (LY300164) and its 
N-acetyl metabolite in mouse, rat, dog, and monkey 
plasma using high-performance liquid chromatography with 
ultraviolet detection 668(1995)153 


Metoprolol 

Determination of the enantiomers of metoprolol and its 
major acidic metabolite in human urine by high- 
performance liquid chromatography with fluorescence 
detection 668(1995)67 


Monoacetylpolyamines 

Improved high-performance liquid chromatographic method 
for the determination of polyamines as their benzoylated 
derivatives: application to P388 cancer cells 668(1995)189 


Monodesbutylthalofantrine 

New solid-phase extraction for an improved high- 
performance liquid chromatographic procedure for the 
quantitation of halofantrine and monodesbutylhalofantrine 
in blood or plasma 668(1995)315 


Monomethylarsonate 
Identification of methylated metabolites of inorganic arsenic 
by thin-layer chromatography 668(1995)21 


Mycotoxins 
Determination of ochratoxin A in bile of swine by 
high-performance liquid chromatography 668(1995)333 


Nedocromil sodium 

Automated high-performance liquid chromatographic 
method for the determination of nedocromil sodium in 
human urine using bimodal column switching 668(1995)59 


Nicotine 

Solid-phase extraction of nicotine and its metabolites for 
high-performance liquid chromatographic determination in 
urine 668(1995)187 


Nortriptyline 

Quantitative determination of perphenazine and its 
metabolites in plasma by high-performance liquid 
chromatography and coulometric detection 668(1995)291 


Ochratoxin A 
Determination of ochratoxin A in bile of swine by 
high-performance liquid chromatography 668(1995)333 


Olanzapine 

Analysis of olanzapine in human plasma utilizing reversed- 
phase high-performance liquid chromatography with 
electrochemical detection 668(1995)85 


Organic anions 

Capillary electrophoresis as a clinical tool. Determination 
of organic anions in normal and uremic serum using 
photodiode-array detection 668(1995)241 


Oxazepam 

Development and preliminary application of high- 
performance liquid chromatographic assay of urinary 
metabolites of diazepam in humans 668(1995)77 


Perphenazine 

Quantitative determination of perphenazine and its 
metabolites in plasma by high-performance liquid 
chromatography and coulometric detection 668(1995)291 


Compound Index 355 


Perphenazine sulphoxide 

Quantitative determination of perphenazine and its 
metabolites in plasma by high-performance liquid 
chromatography and coulometric detection 668(1995)291 


Pindolol 

High-performance liquid chromatographic analysis of 
pindolol enantiomers in human serum and urine using a 
reversed-phase cellulose-based chiral column 668(1995)309 


Platelet-activating factor antagonists 

Determination of the anti-platelet-activating factor BN- 
50727 and its metabolites in human plasma by high- 
performance liquid chromatography-solid-phase extraction 
668(1995)281 


Polyamines 

Improved high-performance liquid chromatographic method 
for the determination of polyamines as their benzoylated 
derivatives: application to P388 cancer cells 668(1995)189 


Polyhydroxyethylmethacrylate 

Protein A immobilized polyhydroxyethylmethacrylate beads 
for affinity sorption of human immunoglobulin G 
668(1995)13 


Protein A 

Protein A immobilized polyhydroxyethylmethacrylate beads 
for affinity sorption of human immunoglobulin G 
668(1995)13 


Protein L 

Recombinant proteins L and LG: efficient tools for 
purification of murine immunoglobulin G fragments 
668( 1995 )209 


Protein LG 

Recombinant proteins L and LG: efficient tools for 
purification of murine immunoglobulin G fragments 
668( 1995 )209 


Pseudouridine 

Capillary electrophoresis as a clinical tool. Determination 
of organic anions in normal and uremic serum using 
photodiode-array detection 668(1995)241 


Putrescine 

Improved high-performance liquid chromatographic method 
for the determination of polyamines as their benzoylated 
derivatives: application to P388 cancer cells 668(1995)189 


Ranitidine 

Determination of cimetidine in human plasma by high- 
performance liquid chromatography following liquid-liquid 
extraction 668(1995)117 


Recombinant proteins 

Recombinant proteins L and LG: efficient tools for 
purification of murine immunoglobulin G fragments 
668( 1995 )209 


Recombinant soluble human E-selectin 

Biological and biophysical characterization of recombinant 
soluble human E-selectin purified at large scale by 
reversed-phase high-performance liquid chromatography 
668(1995)219 


Retinol 

Simultaneous determination of retinyl esters and retinol in 
human livers by reversed-phase high-performance liquid 
chromatography 668(1995)233 


Retinyl oleate 

Simultaneous determination of retinyl esters and retinol in 
human livers by reversed-phase high-performance liquid 
chromatography 668(1995)233 


Retinyl palmitate 

Simultaneous determination of retinyl esters and retinol in 
human livers by reversed-phase high-performance liquid 
chromatography 668(1995)233 


Retinyl stearate 

Simultaneous determination of retinyl esters and retinol in 
human livers by reversed-phase high-performance liquid 
chromatography 668(1995)233 


Ropivacaine 

Determination of free concentration of ropivacaine and 
bupivacaine in blood plasma by ultrafiltration and coupled 
column liquid chromatography 668(1995)91 


E-Selectin 

Biological and biophysical characterization of recombinant 
soluble human E-selectin purified at large scale by 
reversed-phase high-performance liquid chromatography 
668(1995)219 


Sevoflurane 
Analysis of sevoflurane degradation products in vapor 
phase samples 668(1995)41 


Spermidine 

Improved high-performance liquid chromatographic method 
for the determination of polyamines as their benzoylated 
derivatives: application to P388 cancer cells 668(1995)189 


Spermine 

Improved high-performance liquid chromatographic method 
for the determination of polyamines as their benzoylated 
derivatives: application to P388 cancer cells 668(1995)189 


Temazepam 

Development and preliminary application of high- 
performance liquid chromatographic assay of urinary 
metabolites of diazepam in humans 668(1995)77 


2-Thiothiazolidine-4-carboxylic acid 

Liquid chromatographic determination of urinary 
2-thiothiazolidine-4-carboxylic acid, a biomarker of carbon 
disulphide exposure 668(1995)265 


356 Compound Index 


Topotecan Xanomeline 

High-performance liquid chromatographic determination of Determination of xanomeline and active metabolite, 

the novel antitumour drug topotecan and topotecan as the N-desmethylxanomeline, in human plasma by liquid 

total of the lactone plus carboxylate forms, in human chromatography-—atmospheric pressure chemical ionization 
plasma 668(1995)107 mass spectrometry 668(1995)273 

Uric acid 


Capillary electrophoresis as a clinical tool. Determination 
of organic anions in normal and uremic serum using 
photodiode-array detection 668(1995)241 


t 


